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nates, partly by direct competition, and partly from the
graduates of the College at Cooper's Hill.
The College at Cooper s Hill
This institution, the Royal Engineering- College at
Cooper's Hill,1 which was opened in 1872, supplies
the recruits for the Forestry Department, most of
those for the Telegraph Department, many of the
Engineers, and some of the officers of the Rail-
ways and Accounts branch of the Public Works.
About fifty persons, between the ages of seventeen
and twenty-one, are admitted to the engineering course
of the college each year by a pass examination, in
English composition, elementary mathematics, some
classical or modern language, and history or geog-
raphy.2 This examination, which may be dispensed
with in whole or in part in the case of a student who
presents an appropriate diploma is not unlike the
entrance examinations to our colleges. It is fol-
lowed by a three-years course similar to that pursued
in other institutions for teaching engineering; and it
is noteworthy that no subject is taught which relates
specially to India,3 so that a student who goes through
the college, and does not obtain an appointment
there, is well equipped to practise engineering in
England. He has wasted no time in preparing him-
1 The annual Calendar of the college.
2 In case more nien apply for admission than the college can hold,
preference is given according to priority of application.
8 Certain departmental and language examinations have to be
passed in India as a condition for subsequent promotion.